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Message Text 


LIMITED OFFICIAL USE NAIROBI 11136 

FOR PSO KHARTOUM, INFO A/SY/OPS/T FROM OIC/RTC NAIROBI 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: WALK-THRU METAL DETECTOR 

REF: STATE 189038 

1 . FOR PSO KHARTOUM: SINCE WALK-THRU METAL DETECTOR 
HAS ALREADY BEEN INSTALLED YOUR POST, PLEASE SHIP THE 
ONE MENTIONED IN REFTEL TO RTC NAIROBI. 

2. FOR A/SY/OPS/T: INTEX WALK-THRU METAL DETECTOR 
INSTALLED PER KHARTOUM TSR DATED 26 MAY 1978. 
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